DAILY VETERAN SUICIDES 


SUICIDE FREQUENCY 


2 2 on PER DAY 


6 5h MINUTES 
lies, damn lies and statistics 


VA LIES! 


MORE THAN 85 VETERANS AND 15 ACTIVE DUTY DIE BY 
SUICIDE EVERY DAY FROM NOT GETTING THE NEEDED CARE 
FROM AMERIKA. 


PHONY FIGURES TELL LIES WHILE LIARS FIGURE. 


GO FIGURE!! 


